
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


OEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUOYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


01/13/2011 


Vincent DeMore 

Assistant District Attorney, Suffolk County 


Dear ADA DeMore, 

Enclosed is the information you requested in regards to Commonwealth Included 

are copies of the following: 


1. Drug Analysis Lab oratory Rec eipt. 

2. Curriculum Vitae for Annie Dookhan & Peter Piio. 

3. Control Cards with analytical results for samples # 

4. Analysis sheets with chemist’s hand notations and test results, 

5 . GC Spectral analytical data for samples 

6. GC/Mass Spectral analytical data for samples 

I, Annie Dookhan, was the custodial chemist and performed the preliminary testing and net weight 
for this sample. Peter Piro was the confirmatory chemist and analyzed the GC/MS data for this 
sample. 

If you have any questions about these materials, please call me at the number below. 


Sincerel;;^ 



Annie Khan (Dookhan) 
Chemist n 
Drug Analysis Lab 
Jamaica Plain, MA, 02130 
(617) 983-6631 
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Curriculum Vitae 


Annie Khan (Dooklian) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry, 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experiences 
2003 - present 

rtiftmist I. n . Massachusetts Department of Public Health, Drug Analysis Laboratory 

♦Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

♦Appointed Assistant Analyst by Assistant Commissioner of Public Health, January 2004. 
♦Responsible for the identification of drugs to determine violations of harmful and narcotic drug 
laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
* Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

nr Analyst I. II. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals. 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations, 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) , 

Northeastern Association of Forensics Science (NEAPS) 
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Curriculum Vitae 


Peter Piro 
EDUCATION 

Boston Uiiversity 

B.A. in Cheniistiy and Minor in Biology, 1989 

HONORS 

Magna Cum Laude, 3.6 GPA 
Graduated with Distinction in Clieinisti'y 
Valedictorian of the Cheinistiy Department 

EXPERIENCE 


Department of Public Health/State Laboratory Institute 
Laboratory Supervisor l/Chemist 01, 0,1/ Assistant Analyst December 1991-Present 
Supervise the operation and maintenance of the Gas Chromatography/Mass Spectrometry 
Laboratory, Train staff and coordinate schedules. Analyze controlled substances for State 
and Federal law enforcement agencies. Develoj), oversee, and make improvements to the 
GC/MS laboratory’s quality assurance/quality control (QA/QC) program. Serve as the 
Technical Supervisor of the Drug Analysis Laboratory. Responsible for planning and 
implementing Quality Improvement (QI) projects. Make recommendations for protocols 
and procedures by developing methods so work can be performed in an accurate and 
efficient manner. Qualified as an exiiert witness in Massachusetts courts and U.S. District 
Court. 

Massachusetts Flealth Research Institute 

Laboratory Technician September 1990-December 1991 

Researched the seasonal and special occurrences of DSP and PSP in shellfish samples 
harvested from coastal w'aters and Georges Bank using cELISA and bioassays. 

TRAINING AND ORGANIZATIONS 

* Completed a six-week trauiing course by senior staff within the Depailnieut of Public 
Health Dnig Analysis laboratoiy. 

* Appointed Assistant Analyst by the Assistant Commissioner of Public Health in 
February 1991. 

* Elected as a Regular Member to the Northeastern Association of Forensic Chemists on 
October 27"' 1995 and a member of the Massachusetts Organization of State Engineers 
and Scientists. 

* Completed trauiing in Mass Spectrometiy given by the Food and Drug 
Administration/Forensic Chemistry Center on November 2002. 

* Completed training in Mass Spectrometiy Troubleshooting and Maintenance, October 
25"' 2002, at Agilent Technologies.* Notary Public since 1993. 








Date Analyzed; j ^ 

City; Boston D.C.U. Police Dept. ' 

Officer: P.O. SYBIL WHITE 
Def: 

Amount: 

No. Cont: 1 Cont: pb 

Date Rec'd: 12/08/2009 ' No. Analyzed; 

Gross Wl: 1.66 Net Weight: \ O 




# Tests; U 


Prelim: 


Findings: 


(I 


*•/ 




City: Boston D.C.U. Police Dept. 
Officer: P.O. SYBIL WHITE 
Def: 

Amount: 

No. Cont; 1 Cont: pb 

Date Rec'd; 12/08/2009 
Gross Wt,: 1.70 


Date Analyzed; 


Prelim; 


Findings; 


SubslSUB 


No. Analyzed; 

Net Weight; o- 
# Tests: 

m H J’T*' 
/ Fa 4 
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DRUG POWDER ANALYSIS FORM 


SAMPLE ft 



AGENCY 


No. of samples tested; 


ANALYST 
Evidence Wt 





PHYSICAL DESCRIPTION: 

<j£>vv V vS- ^ ^ 




Gross Wt ( ); q , 3, ^ fa 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt". . VO v'~i 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (-v) -r- 
Marquis 
Froehde's 
Macke's 


Microcrvstalline Tests 
Gold 

Chloride ^ _ 

TLTA ( ^ ^ 

OTHER TESTS 
-- - _ 

(vC-s- -V* _ 


PRELIMINARY TEST RESULTS 
RESULTS Mrr> 


GC/MS CONFIRMATORY TEST 
RESULTS 


date b-VO 


MS 

OPERATOR 


J2f_ 


DATE 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY 


ANALYST 
Evidence Wi 





PHYSICAL DESCRIPTION: 






y_^ 




GrossWt { ); 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt; o . bo 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( -j) 
Marquis 
Froehde's 
Mecke’s 


MIcrocrvstalline Tests 
Gold 

Chloride _ 

TLTA ( ~ 

OTHER TESTS 

'v>\\Vfl ~ _ 

C^C-^ -V 


PRELIMiNARY TEST RESULTS 
RESULTS ^A?^\c^^Ov-^Lb^^ 
date 6r^-b- I O 


GC/MS CONFIRMATORY TEST 
RESULTS 

iy]g 'Trvfv\«.J»Vvoro.?w 

OPERATOR _ 

DATE ~ D__ 


Revised 7/2005 











Sequence: C:\HPCHEM\1\SEQUENCE\CBS.S 


Sequence Table {Front Injector): 
Method and Injection Info Part: 
Line Location SampieName 


1 

Vial 

1 

2 

Vial 

2 

3 

Vial 

3 

4 

Vial 

4 

■ 5 

Vial 

5 

6 

Vial 

6 

7 

Vial 

7 

8 

Vial 

8 

9 

Vial 

9 

10 

Vial 

10 

11 

Vial 

11 

12 

Vial 

12 

13 

Vial 

13 

14 

Vial 

14 

15 

Vial 

15 

16 

Vial 

16 

17 

Vial 

17 

18 

Vial 

18 

19 

Vial 

19 

20 

Vial 

20 

21 

Vial 

21 

22 

Vial 

22 



Method 

Inj 

SampieType 

InjVolume DataFiie 




II 

II 

II 

[i 

n 

li 

!l 

tl 

11 

i! 

1! 

1! 

II 

II 

11 

IE 

GENSCAN 

1 

Sample 

1,0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 ■ 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1,0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

I 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 ■ 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 


Sequence Table (Back Injector) 
No entries empty table! 








-vO 


Instrument 3 4/12/2010 2:30:09 PM ASD 


Page 1 


of 1 
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Data File C:\HPCHEH\1\DATA\001F0101*D 


Sample Name: BLANK 


Injection Date : 4/9/2010 6:29:47 AM Seq. Line 

Sample Name : BLANK Location 

Acq. Operator : ASD Inj 

Acq. Instrument : Instrument 3 Inj Volume 

Sequence File : C:\HPCHEM\1\SEQUENCE\CBS.S 

Method : C:\HPCHEM\l\METHODS\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 


1 

Vial 

1 

1 pi 


1 


pA 

350 

300- 

250- 

200 - 

150- 

100 - 

50 ^ 


FiDI A, (001F0101.D) 

s 


~-r~ 

10 


12 


14 


16 


18 mini 


Area Percent Report 


Sorted By 

: Signal 


Multiplier 

1 1.0000 


Dilution 

: 1.0000 


Sample Amount 

: 1.00000 

[fleeps] 

Use Multiplier & 

Dilution Factor with 

ISTDs 


(not used in calc.} 


Signal 1: FIDI A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] tpA] % 

-j-I-I-I-,-,- 

1 1.093 BB S 0.0203 8.34463e4 6,93492e4 1.000e2 

Totals : 8.34463e4 6,93492e4 


Results obtained with enhanced integrator] 

End of Report *** 


Instrument 3 4/9/2010 6:48:47 Ai4 ASD 
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Data File C•\RPCHEM\1\DATA\002F0201.D Sample Name: COKE/CODEINE STD 


Injection Date : 4/9/2010 6:53:21 AM Seq. Line : 2 

Sample Name : COKE/CODEINE STD Location : Vial 2 

Acq. Operator : ASD Inj : 1 

Acq, Instrument : Instrument 3 Inj Volume : 1 pi 

Sequence File : C:\HPCHEM\1\SEQUENCE\CBS.S 

Method : C:\HPCHEM\l\METHODS\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 


FID1 A, (002F0201D) 


pA 

360 ^ 
300 

250 
200 H 

150- 

100 - 


50 - 


I 


O 

CM 

qp 


O 

*n 


10 


12 


“T” 

14 


16 


18 min! 


Area Percent Report 


Sorted By : 

Multiplier : 

Dilution ; 

Sample Amount : 

Use Multiplier & Dilution 


Signal 
1.0000 
1.0000 
1.00000 
Factor with 


[fieeps] 

ISTDs 


(not used in calc.) 


Signal li FIDl A, 

Peak RetTime Type Width Area 

# [min] [min] [pA’^s] 


Height Area 
[pA] % 


1 

2 

3 


1.094 BB S 
3.820 PB 
4,530 BV 


0.0208 7,82626e4 6.25658e4 99.14673 
0.0149 341.16162 364.54852 0.43220 
0.0180 332,38052 282,34790 0.42108 


Totals 


7.89361e4 6.32127e4 


Results obtained vjith enhanced integrator! 

— = — “ == = ==== = = = = =::;r=:=r=: = = 

*** End of Report *** 
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Instrument 3 4/9/2010 7:12:22 AI4 ASD 















Sample Name: BLANK 


Data File C:\HPCHEM\1\DATA\003F0301.D 


Injection Date 
Sample Name 
Acq. Operator 
Acq, Instrument 
Sequence File 
Method 
Last changed 


FOR UNKNOWN SAMPLES 


4/9/2010 7:16:58 AM Seq. Line 

BLANK Location 

ASD Inj 

Instrument 3 Inj Volume 

C:\HPCHEM\1\SEQUENCE\CBS.S 
C:\HPCHEM\1\METHODS\GENSCAN.M 
12/15/2008 12:38:16 PM by ASD 


3 

Vial 

1 

1 pi 




Area Percent Report 


Sorted By 
Multiplier 
Dilution 
Sample Amount 
Use Multiplier & 


: Signal 

: 1.0000 

: 1.0000 

: 1,00000 

Dilution Factor v^ith 


[fleeps] 
ISTDs 


(not used in calc.) 


Signal 1: FIDl A, 

Peak RetTime Type 
# [min] 

—-I- 

1 1.094 BB S 


Width Area 

[min] [pA*s] 


0.0193 9.20452e4 


Height Area 

[pA] I 


.80203e4 1.000e2 


Totals : 


9.20452e4 7.80203e4 


Results obtained with enhanced integrator! 


End of Report 


Instrument 3 4/9/2010 7:35:59 AM ASD 
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Data File C:\HPCHEM\1\DATA\004F0401.D Sample Name; 

Injection Date :40:45 AM Seq. Line : 4 

Sample Name Location ; Vial 4 

Acq. Operator : ASD Inj ; 1 

Acq. Instrument : Instrument 3 Inj Volume : 1 pi 

Sequence File : C:\HPCHEM\1\SEQ0ENCE\CBS.S 

Method : C:\HPCHEM\1\METH0DS\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 



Area Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1.0000 

Sample Amount : 1.00000 [fleeps] (not used in calc.) 
Use Multiplier & Dilution Factor with ISTDs 


Signal 1: FIDl A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 

-I-1 ____ I-,-I-j- 

1 1.094 BB S 0.0200 7.17087e4 5.85048e4 98.30741 

2 1.213 BB X 0.0209 77.66795 63.08881 0.10648 

3 1.334 BV T 0.0217 146.75499 114.39899 0.20119 

4 3.184 VV 0.0167 967.10278 886.67987 1.32583 

5 3.292 VV 0.0213 43.10473 29.03475 0.05909 

Totals : 7.29433e4 5.95980 g4 

Results obtained with enhanced integrator! 

■*** End of Report *** 


Instrument 3 4/9/2010 7; 59.: 4 6 AM ASD 
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Data File C:\HPCHEM\1\DATA\005F0501.D Sample Name: BLANK 

Injection Date : 4/9/2010 8:04:24 AM Seq, Line : 5 

Sample Name : BLANK Location : Vial 5 

Acq. Operator : ASD Inj : 1 

Acq. Instrument : Instrument 3 Inj Volume ; 1 pi 

Sequence Pile : C:\HPCHEM\1\SEQUENCE\CBS.S 

Method : C:\HPCHEM\1\METHODS\GENSCAN,M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 



Area Percent Report 


Sorted By : 

Multiplier : 

Dilution : 

Sample Amount : 

Use Multiplier & Dilution 


Signal 1: FIDl A, 

Peak RetTime Type Width 
# [min] [min] 

- , - , - ^ 

1 1.093 BB S 0.0190 8.91714e4 7.68244e4 1.000e2 

Totals : 8,91714e4 7,68244e4 

Results obtained with enhanced integrator! 

*** End of Report *** 


Signal 

1,0000 

1.0000 

1.00000 [fieeps] 
Factor with ISTDs 


(not used in calc.) 


Area 

[pA^s] 


Height 

EpA] 


Area 

% 


Instrument 3 4/9/2010 8:23:25 Af4 ASD 
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Data File C:\HPCHEM\1\DATA\006F0601.D 


Injection Date : 4/9/20^^ 8:28:00 AM Seq. Line : 6 

Sample Name : Location : Vial 6 

Acq. Operator : ASD Inj : 1 

Acq. Instrument : Instrument 3 Inj Volume : 1 pi 

Sequence File : C:\HPCHEM\1\SEQUSNCE\CBS,S 
Method : C:\HPCHEM\l\METHODS\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 


Sample Name: 



Area Percent Report 


Sorted By : Signal 

Multiplier ; 1.0000 

Dilution : 1.0000 

Sample Amount r 1.00000 [fleeps] 

Use Multiplier & Dilution Factor with ISTDs 


(not used in calc,) 


Signal 1: FIDl A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 

-j-_|-I--I-- 

1 1.093 BB S 0.0188 9.30693e4 8.13840e4 99.49212 

2 4,702 VB 0.0240 342.41888 190.14507 0.36605 

3 5.315 PB 0.0251 132.6758Q 82.12583 0.14183 

Totals : 9.35444e4 8.16563e4 

Results obtained with enhanced integrator] 

End of Report *** 


Instrument 3 4/9/2010 8:47:00 AM ASD 
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Sample Name; BLANK 


Data File C:\HPCHEM\1\DATA\007F0701.D 

Injection Date : 4/9/2010 8:51:43 A14 Seq, Line : 7 

Sample Name : BLANK Location : Vial 7 

Acq. Operator : ASD Tnj : 1 

Acq, Instrument ; Instrument 3 Inj Volume : 1 pi 

Sequence File ; C:\HPCHEM\1\SEQUENCE\CBS.S 

Method : C:\HPCHEM\l\METHODS\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNraOWN SAMPLES 



18 mm 


Area Percent Report 


Sorted By 
Multiplier 


Signal 

1.0000 



Dilution 

Sample Amount 


1.0000 

1.00000 

[fleeps] 

(not used in calc 

Use Multiplier & 

Dilution 

Factor with 

I STDs 


Signal 1: FIDl A, 

Peak RetTime Type 

Width 

Area 

Height 

Area 

# [min) 

^ 1 f 

[min] 

1_^. 

[pA^s] 

I.... 

[pA] 

% 

I [ 

1 1.092 BB S 

! 

0.0175 

1 

1.00226e5 9 

. 13766e4 

1 \ 

1.000e2 

Totals : 


1.00226e5 9 

.13766e4 



Results obtained with enhanced integrator! 

End of Report 


Instrument 3 4/9/2010 9:10:44 AM ASD 
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Area Percent / Library Search Report 


l-ia-li 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

H: \04__16_10\7112 66 , D 
P.PIRO 

17 Apr 2010 19:54 

BLANK 
ASD 
2 

SCREEN 

RTE 


Abundance HC: 711266.D\data.ms 



Ret. Time 


Area 


Area % Ratio % 


INTEGRATED PEAKS*** 


711266.D Mon Jan 10 13:46:38 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
Acquisitioniyieth : 
Integrator : 


Data File: 

H: \04__16__10\711267 . D 
P.PIRO 

20:29 

ASD 

67 

SCREEN 

RTE 



lime-> 2. 00 4.00. 6,0?_8.00 10.00 12.00 14,00 16,0 0 18,00 20.00 2 2.00 24.00 26.00 28.00 


Ret. Time 


Area Area % Ratio % 


2.440 

132288 

2.22 

3.25 

2.734 

137762 

2.31 

3.39 

3.281 

234223 

3.93 

5.76 

3.674 

265608 

4.45 

6.53 

4.168 

352580 

5.91 

8,67 

4.497 

457035 

7.66 

11.24 

5.202 

320516 

5.37 

7.88 

7.111 

4066639 

68.16 

100.00 


711267.D Mon Jan 10 13:46:43 2011 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : H:\04__16__10\711267.D 

Operator : P.PIRO 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 67 

AcquisitionMeth: SCREEN 
Integrator : RTE 


20:29 

ASD 


Search Libraries: C:\Database\SLI.L 

C:\Database\NISTOe.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


1 2.44 C:\Database\NIST08.L 

Cyclotetrasiloxane f octamethyl- 00055 6-67*-'2 90 
Cyclotetrasiloxane, octamethyi- 000556-67-2 78 
7H-Dibenzo[b,g]carbazole/ 7-methyl- 003557-49-1 56 


Abundance 


BO 


60 


40 


20 


0 


Average of 2.411 to 2.470 min.: 711267.D\dala.ms {-) 


45 59 


73 


89 103 


h/z-> 10 20 


TTyrr- 

30 


40 




nryrr 

60 


118 


133 


Tir*i^n 


147 


163 

ip+jVrT ]■ 


2^1 


177 

r,^r 


193 


207 


219 235 


249 265 




■ j r* T j I r M H I ] B 

70 80 90 100 110 120130 140 160 160 170 180 190 200 210 220 230 240 250 260 270 280 



711267,D 


Mon Jan 10 


13:46:43 2011 
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Area Percent / Xaibrary Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H : \0 4__16__10\711267 . D 
P.PIRO 

17 Apr 2010 20:29 


67 

SCREEN 

RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


2 2.73 C:\Database\PMW_TOX2.L 

Perthane -HCl 000000-00-0 9 
Danthron ET 000000-00-0 4 
Dibenzepin-M (ter-nor-) AC 000000-00-0 2 


Abundance 

80 
60 
40 
20 


Average of 2.693 to 2.769 min.: 711267.D\dala.ms (-) 


2$3 


223 


59 


73 


89 


104 119 


207 


36 


45 


0 Vri^r ■ l-r-j-r-rr1 If tt~T TyV I ‘ 


133 


193 


81 


-.XUL ^_L 


177 

149 163 I 

■r-T U |-T-7-T- T -[-‘T^ 14-r|-r ^ 


237 




jn-n-p 


i^z- > 40 SO 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 25Q 260 270 


{Abundance 

i ’ 

1 

I 

I 80 
1 

60^ 

i I 

: 40i 

I 20{ 

i 0^- 

_ 


#3474: Perthane ’HCf 


PI 298 


223 


59 103 

* |j 

r VT-v..p,..vT-,Y^-r-r-rYriW-i-yrT-v-rp 


167 


179 t93 


ilrr-vr-ri 


j- vT-rr ^ I 


208 

,TXU-. 


236 


265 


270 


40 60 60 70 80 90 tOO 110 120 130 140 160 160 170 180 190 200 210 220 230 240 250 260 270 


711267,D Mon Jan 10 13:46:43 2011 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H: \04___16__10\7112 67 . D 
P, PIRO 

20:29 

ASD 

67 

SCREEN 

RTE 


Search Libraries: C :\Database\SLI,L 

C: \Database\NIST08.L 
C:\Database\PMW TOX2.L 


l^inimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


3 3.28 C:\Database\NIST08.L 

Cyclopentasiloxane f decamethyl-^ 000541--02*-6 91 

N-(Trifluoroacetyl)-N,O,O' ,O ^ ^-tetr 100007 2-2 6-7 5 0 

Phenethylamine^ N-methy1-.beta.,3,4 010538-85-9 40 


iAbundance 



Average of 3,228 io 3.339 min.: 711267.D\(Jafa.ms (-) 


267 


365 


87 99 118 13 3 ^^ ^205 223 237 I 281 293 309 323 33 9 




100 120 140 


160 180 200 220 240 260 280 300 320 340 360 [ 



#182354: Cydopentasiloxane* decamethyl- 


355 


267 


i ^ 108 125 140 154 170181 205 223 237 251 


28 1 293 309 324 339 


r ^ ‘ ■ L 

60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


711267.D Mon Jan 10 13:46:44 2011 


Page 4 


Folk OIG PRR 054093 





















Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H: \04__16__10\7112 67 . D 
P. PIRO 

17 Apr 2010 20:29 

67 

SCREEN 

RTE 


Search Libraries: 


C:\Database\SLI . L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


4 3.67 C:\Database\PiyiW__TOX2 , L 

Dazomet 000533--74'-4 4 

Metaidehyde 009002-91-9 1 


Abundance 

80 

60 
40 
20 

0 


89 


Avefage of 3.651 to 3745 mfn.: 711267,D\data.ms (-) 


73 


59 


46 


m/z-> 




327 


120 




107 




193 


207 


223 


133 


149 


167 179 


|i I 11 251 265 281 295 311 | 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 



#3916: Dazomet 


162 


P656 


jnn/^'> 40 


ipi29 


. -,.-1 .t-T- .r-1.r-j-r-T-T-T-r-n .I.I.r--r-r--^----rn-j-T-n,----r--T---r-r--i--T--T---y---T--- 

60 80 too 120 140 160 180 200 220 240 260 280 300 320 


711267.D Mon Jan 10 13:46:44 2011 


Page 5 


Folk DIG PRR 054094 

















Area Percent / Library Search Report 


Information from 
File Marne ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H;\04_16_10\711267.D 
P.PIRO 

20:29 

ASD 

67 

SCREEN 

RTE 


Search Libraries: 


C:\Database\SLI, L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


5 4-17 C:\Database\NIST08.L 

Cyclohexasiloxane, dodecamethyl— 
Cyclohexasi loxane , dodecamethyl^™ 
Cyclohexasiloxane^ dodecamethyl- 


000540-97-6 

90 

000540--97-6 

90 

000540-97-6 

46 



Average of 4.097 lo 4.209 min,: 711267.D\dala.ins (-) 


341 


147 


87 104 L 


326 


191 


207 


221 235 249 267 282295 311 

' f-V-T“r"T‘V-T-r^^-T'T"T'V"rT 


429 


383 398 413 


80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


#206262: Cydohexasiloxane, dodecamethyl- 


341 


147 


326 


429 


117 133 


191 


207 


267 

i-rrV-r-T-n 


311 


397 413 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 4 00 420 


711267.D 


Mon Jan 10 13:46:44 2011 


Page 6 


Folk OIG PRR 054095 





















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

H:\04_16_10\711267 
P.PIRO 

20:29 

ASD 

67 

SCREEN 

RTE 


D 


Search Libraries: 


C: \Database\SLI , L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


4.50 C:\Database\PMW_TOX2.L 

Endogenous biomolecule 2AC 
Propofol 

Primidone—M (diamide) 


000000 - 00-0 2 

002078-54-8 2 

007206 -’ 76‘-0 2 


\bundance 

! 

80| 

60i 

40 

20i 

0 


Average of 4,420 to 4.620 min.: 711267.0\data,ms {-) 
163 


73 


89 


281 


297 





5 

9 


j 

133 147 

i 179 



267 

45 


j 


: 105 119 

Li >L. . xj 

j L 


193 207 

223 

2^251 j, i 

40 

60 

80 

r V T" "p T" 

100 120 

140 160 180 

. 1 , 1 , , . 

200 

220 

240 260 280 3 


366 

313326 341 i, 369 384 


■T-r-r-y-r-T 


pbundance 

I eo 
60i 
40 

20 
0 


#1135: Endogenous biomolecule 2AC P1162 

163 


135 


79 


yn/z- 


40 




106 120 

I t'l > -rl-T-’i 1 


148 

■I -I -r . 


205 


247 

I 




'I 


60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


711267.D 


Mon Jan 10 13:46:45 2011 


Page 7 


Folk OIG PRR 054096 























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator t 


Data File: 

H : \04_16___10\7 112 67 , D 
P,PIRO 

20:29 

ASD 

67 

SCREEN 

RTE 


.Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C; \Database\PMW__TOX2 . L 

PK# ET Library/ID CAS# Qual 


7 5.20 C:\Database\PMW__TOX2.L 

Primidone—M (diamide) 007206-76-0 2 
Endogenous biomolecule 2AC 000000-00-0 2 
Propofol 002078-54--8 2 


Abundance 




i 


80 

60 

40 

20 

0 


7|3 


59 


46 


i/z-> 


FT' 


89 


Average of 5073 to 5,243 mm.: 711267.D\data.ms (-) 


163 


133 


147 


103 119 

-rV\-T TV T-T- A --r " ^ 


237 


341 




179193^^^221 


253 


267 


ryi 


i 281297 326 

k k I, ' . 1 ,. 


TTT“rT-rVl-rT^ 


355 429 

’ ' 387 1 475 


rji 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


Abundance 


#888: Primidone-M (dlamide) 


P661 



m/z-> 


^ rq * II rr' r" t j ~T' r nr-' r r" r' j- -r “ r^rr' 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


711267.D 


Mon Jan 10 


13:46:45 2011 


Page 8 


Folk OIG PRR 054097 

















Area Percent / Library Search Report 


Information from Data Pile: 



Pile Name 

H:\04 16 10\711267,D 



Operator 

P.PIRO 



Date Acquired 

17 Apr 2010 20:29 



Sample Name 




Submitted by 

ASD 



Vial Number 

67 



AcquisitionMeth 

SCREEN 



Integrator 

RTE 



Search Libraries: C:\Database\SLI,L 

Minimum 

Quality; 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Databa 3 e\PMW_TOX 2 .L 



PK# RT 

Library/ID 

CAS# 

Qual 


8 7.11 C:\Database\NIST08.L 

E—15—Heptadecenal 
1—Hexadecanol 
1—Octadecanol 


1000130-97-9 99 

036653-82-4 94 

000112-92-^5 94 


Abundance 

80 
60 
40 
20 
0 


43 55 


36 


I \j -“-F-T-r^l^-r-F-T-j-i-r-T-r-j-T'rr'i'j-T-r : -rpr^rrn ] i- rrj t j i r ^' f - r T T-j rrr^j-rn" - ^ i i j | c f i i ^ i i f'i ] 

^/z->_ 40 50 60 _70 __80 90 100 11 0 120 130 140 150 160 170 180 190 200 210 220 230 240 250 


83 


69 


-pn-t 




Average of 7,076 to 7.211 min,: 711267,D\dala.ms (9 


97 


111 


125 


104 


139 


153 


167 182 196 208 


224 


252 

Tjrnrr 


^undance 


80 

60 

40 

20 

0^ 


m/z-> 



#99530: E-16-Heptadecenai 


97 


■PtT‘'pT“l4]^ 


111 


125 


p-t 


.118 

tpr" 


i 132^^^146 ' IS 4 

t'T-,-, 


166173181 189196203 211 

I j t ' p I I t I ;■ ; < I G p ri-! } ^ i I I j T 1 ■ 


224 

-|--rt r-f- 


236 


252 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 


711267,0 


Mon Jan 10 


13:46:46 2011 


Page 9 


Folk OIG PRR 054098 






















Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H: \04_16__10\7112 68 . D 
P * PIRO 

17 Apr 2010 21:03 

BLANK 
ASD 
2 

SCREEN 

RTE 


Abundance TIC: 711268.D\daJa.ms 



kim8- > 2.'ol~ 4.00 6.00 ' ko o 1o!o 0 . 12.00 14:00 I S^OQ la^OO ^00 2^00 gioo _26!o0 28,00 


Ret. Time 


Area 


Area % Ratio % 


INTEGRATED PEAKS*** 


711268.D 


Mon Jan 10 13:47:55 2011 


Page 1 


Folk OIG PRR 054099 















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\ 

P.PIRO 

17 Apr 2010 


ASD 

69 

SCREEN 

RTE 


04_16_10\711269.D 

21:37 


Abundance 
800000 

600000 

400000 

200000 


b'infie-'> 2.00 ' 4.00 ' koo kbo io!ob 12 'ob 14!ob lalob islob 20 'ob '22.'ob 24!ob 26lob 28lo0 



Ret. Time 


Area Area % Ratio % 


6.919 

8.482 

8.935 

9.340 


210626 

1991222 

555518 

218273 


7.08 
66.92 
18.67 
7,34 


10.58 
100.00 
27.90 
10.96 


711269.D 


Mon Jan 10 13:29:02 2011 


Page 1 


Folk OIG PRR 054100 










Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM5\04_16_10\711269.D 

Operator : P.PIRO 

Date Acquired : 17 Apr 201 0 21:37 

Sample Name : 

Submitted by : ASD 

Vial Number : 69 

AcquisitionMeth: SCREEN 
Integrator : RTE 


Minimum Quality: 90 
Minimum Quality; 90 


CAS# Qual 


Search Libraries: C:\DATABASE\SLI 

C:\DATABASE\PMW_TOX2.L 
C;\DATABASE\NIST98.L 

PK# RT Library/ID 



Folk_OIG_PRR 054101 







































Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\ 

P.PIRO 

17 Apr 2010 


ASD 
69 

SCREEN 

RTE 


04_16_10\711269.D 

21:37 


Search Libraries: C:\DATABASE\SLI Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 8.48 C;\DATABASE\NIST98.L 

Asulam 003337-71-1 59 

Sulfamethoxazole 000723-46-6 52 

4 -(2-Methoxybenzylideneamino)benzen 1000225-56-9 50 


iSljundance'' 


80 


60 


40 


20 


65 


39 


“Average 018.400 to'8.59Tm(n7;7D269.0~(-)‘ 


108 


! N T 1' /I ill ' I I ! 189 253 

0'rjr-TT r p‘T-r-r:---r -i'iI 1 r | i-H i W’h'! | i /IHV: > : i vi-r ■‘rr-l^ r ri-W-j-i^-r-ry!-i'i i p-T i P- f i r r i-i-i-tttt-t 1 . > ’ r i V v i -- 1 -; j h » 1 rTTyT-T 

10 20 30 40 50 60 70 8‘0 90 100 110 1^0 130 140 150 1^0 170 160 100 2^0 2l0_2:J0 230 240 250 260 270 260 


119 


166 


140 


174 


l^bundarice 


80 


60 


40 


65 


I 15 39 

20! I 29 

I 


I 

II I 


52 




^39649: Asul^" 


108 


80 


I 0 1 I■ ]4*1'''*• V14 -i H i Hi^j' I ^ ^ iVr'!'11'] Vi-i-T-i4^H'vj' --r-r -T^j- 1 ' ITryT^ti -1 n i -rTt-n-T-T i . r 4-!-r-rrPi-j-T''T-rT'iT-rr-t-y-r-r-r-l| i r T-rp-rri j '--r-r-r-H-m-T-r-n-q r i rr-n^Ti-T p i r-i-r-n 

in/z-> 10 20 30 40 50 60 70 80 90 100 110 1^0 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


156 


198 


166 


123 

p-^tri 


134 


175 187 


230 


239 


711269.D 


Mon Jan 10 13:25:17 2011 


Page 3 


Folk 01G_PRR_054102 



























Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04__16__10\711269 .D 
P.PIRO 

17 Apr 2010 21:37 


ASD 

69 

SCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3 8.93 C:\DATABASE\PMW_TOX2.L 

Trimethoprim 
Sultiame 

Moxaverine-M -H20 isomer-2 


000738-70-5 95 
000061-56-3 23 
000000-00-0 9 


Abundance 


Average W'S.SUSTonSTOYS niin.:711269*01(-y 


290 


80 


60 


40 


20 


123 


259 


43 


81 


hi/z-> 




53 


65 


147 189 


200 


243 


40 


I j 92 105114 ^ ■■ri81 

. .. . I I ^ 

50 60 70 80 90 100 110 1^0 m 140 150 160 170 180 190 200 2i0 220 230 240 250 200 270 260 290 


215 228 


275 


Abundance 


80 


60 


40^ 


■ #t0“04yTrTrnetbbpnm‘ 


TT43T 


290 


259 


20 


123 


243 


200 


172 184 


mz-> 


I i . , ' . ■ P T 

40"e'd'"ed"7*0' 'So" dd^dd' 'i-Id 'lid 'isd 'i-id 'isd idd’ iW 'idd ’i'dd 260 did 'ddd So' '240 So ’add’ So" addddo'' 


216 


232 


275 


711269.D 


Mon Jan 10 13:25:17 2011 


Page 4 


Folk OIG PRR 054103 




















Area Percent / Library Search Report 


Information from Data File; 

File Name : D;\SYSTEM5\04__16__10\711269 , D 

Operator : P,PIRO 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 69 

AcquisitionMeth: SCREEN 
Integrator j RTE 


21:37 


Search 

Libraries: C:\DATABASE\SLI 

Minimum Quality 

: 90 



C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 

: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

4 

9.34 

C:\DATABASE\NIST98.L 





Sulfamethoxazole 

000723-46-6 

76 



Sulfasomizole 

000632-00-8 

64 



Sulfisoxazole 

000127-69-5 

64 


'Abundance 


80 


60 


40 


20j 


Averaged 9:27630 

156 


92 


65 


43 


55 


108 


140 


80 


124 


hi/z-> 


189 

I 

Q^m-> T]7 -t l i I I Jpl l'| I'l ' jn ^ ,-r.| t t4V I r r t T T l*j rp-riir^ t • lyiVT f T r T T- Jj - rT n J l-TT 1 ] V ' f] !'f 

1b 20 30 40 50 60 70 80 90 100 110 120 130 l4o 160 160 170 mO 1^0 200 210 2^0 


253 


281 


230 240 2i0 260 , 


Abundance 


80 i 


60 ^ 


40 i 


20 




18 30 


65 


39 I 

I.! 52 Ji 80 

■ I ; I r-,'i 


m 17775rSljIfa meWoxaiole 
156 


108 


119 


140 


130 


I OU , , , I I ;-r-r7^ ih l| ■ i . I r'7 r'H . iM-T^VT-rr44fi V'l'v | 4 \': : | Vi T-I^v'i T M ^ t h | ^ n rrrr-r^-rTvr-rTT^ >. ' yi^^p-rTTH VT ; , t , , j 

10 20 30 4b 60 60 70 80 90 100 110 120 130 140 1S0 160 170 180 ibO 2^0 210 220 230 240 250 260 270 280 I 


174 


,-rv,4 


169 


198 


253 


711269.D Mon Jan 10 13:25:18 2011 Page 5 


Folk_OIG_PRR_054104 

























Area Percent / Library Search Report 


Information from Data Pile: 

File Name : H:\04__23_10\712 632.D 

Operator : ASD 

Date Acquired : 23 Apr 2010 22:25 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: GENSCN 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

**-*-N0 INTEGRATED PEAKS*** 


712632.D Mon Jan 10 13:35:31 2011 Page 1 

Folk OIG PRR 054105 



















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H: \04_23_10\712 633 . D 
ASD 

23 Apr 2010 22:49 

TRIMETHOPRIM STD 

33 

GENSCN 

RTE 


TIC: 712633,D\dala,ms 


800000 

600000 

400000 

200000 

O' 


8.^ 

>27 


i 

I 


Tfme-> 2.00 3.00 4,00 5,00 6,00 7,00 8,00 9,00 10,00 11,00 12.00 13,00 14.00 15.00 16,00 17,00 18.00 19.00 


Ret. Time 

Area 

Area % 

Ratio % 

8,927 

1587069 

100.00 

100.00 


712633.D 


Mon Jan 10 


13:35:38 2011 


Page 1 


Folk DIG PRR 054106 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator r 


Data File: 

H : \0 4__23__10\712 633 , D 
ASD 

23 Apr 2010 22 : 49 

TRIMETHOPRIEyi STD 

33 

GENSCN 

RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NISTOB * L 
C;\Database\PMW TOX2,L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


1 8,93 

C:\Database\NIST08.L 




Trimethoprim 

000738-70-5 

99 


Trimethoprim 

000738-70-5 

99 


Trimethoprim 

000738-70-5 

99 

^bundance 

i I 

Average of 8,868 to 9.126 min.: 712633.D\data.ms {-) 

2$0 



80 

60 

40 

20 

0 


269 


43 

i 66 


61 


123 


243 




-r-j 

20 


I . , 1 , 133 


-jei 172 


200 

139 I 215 228 


40 


60 


80 


100 


120 140 160 180 200 220 




275 


240 


260 280 300 


lAbundance 


#128761: Trimelhoprim 



712633 . D 


Mon Jan 10 13:35:38 2011 


Page 2 


Folk OIG PRR 054107 
















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H:\0 4_2 3_10\712 635 . D 
ASD 

23 Apr 2010 23:37 

BLANK 
ASD 
1 

GENSCN 

RTE 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


712635,D 


Mon Jan 10 13:35:48 2011 


Page 1 


Folk OIG PRR 054108 




















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H:\04_23_10\712636.D 
ASD 

00:01 

ASD 

36 

GENSCN 

RTE 


Abundance 




TIC: 71263e.D\data,ms I 

1000000 


8.^ 

65 



800000 






600000 









8.929 


400000 






200000 






0 


^ 1 

1 



'■■^"I~T'T"]"T"T"T-T-T"r'T“r'T“pT'T" 


“ * 


> 1 1 1 T- r-T 

Time»> 2.00 3*00 4*00 6.00 

6.00 7.00 8.00 

9*00 10*00 11.00 

12.00 13.00 14.00 16.00 16*00 17.00 18*00 19.00 


Ret - Time 

Area 


Area % 

Ratio % 

8.465 

2807221 

78.92 

100,00 

8.929 

749976 

21.08 

26.72 


712636.D 


Mon Jan 10 13:35:54 2011 


Page 1 


Folk OIG PRR 054109 









Area Percent / Library Search Report 


Information from Data File: 



Pile Name 

H:\04 23 10\712636.D 



Operator 

ASD 



Date Acquired 

00:01 



Sample Name 




Submitted by 

ASD 



Vial Number 

36 



AcquisitionMeth 

GENSCN 



Integrator 

RTE 



Search Libraries: C:\Database\SLI,L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMWTOX2.L 



PK# RT 

Library/ID 

CAS# 

Qua! 


1 8.47 C:\Database\NIST08.L 


Sulfamethoxazoie 

000723-46-6 

95 

Sulfamethoxazole 

000723-46-6 

83 

Asulam 

003337-71-1 

50 


Abundance 

80 
60 
40 
20 
ol 


92 


66 


Average of 8.400 io 8.647 min,: 712636.D\data,ms {-) 


108 


39 

1,1 ^2 


119 


166 


80 

■ li., 


140 


174 


20 


40 60 


-A-T-PyVr 


1^9 

.^.-,--2^,-A., 


267 281 

r--^r-j-T~r-T--r-j-T-T^^ 

100 120 140 160 180 200 220 240 260 280 300 


342 


320 3^0^ 


Abundance 

80 
60 
40 [ 
20 
0" 


92 


108 


66 


#99722: Sulfannethoxazole 


156 


43 


15 28 


¥ 


119 


80 

\ 


140 




174 


189 


253 


mz-> 


. 


20 40 60 80 100 120 140 160 18Q ^0 220 240 2^ 280 300 320 340 j 


712636.D 


Mon Jan 10 13:35:54 2011 


Page 2 


Folk OIG PRR 054110 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


H:\04_23_10\712636. D 
ASD 

24 Apr 2010 00:01 


ASD 

36 

GENSCN 

RTE 


Search Libraries: 


PK# 


RT 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# 


Qual 


8.93 


C:\Database\NIST08.L 


Trimethoprim 

000738-70-5 

99 

Trimethoprim 

000738"70-'5 

99 

Trimethoprim 

000738-70-5 

99 


Abundance 


80 


60 

40 

20 


Average of 8.894 to 9.070 min.: 712636.D\dala.ms {-) 


2$0 


259 


123 


43 


81 


243 


53 66 


195114 , 






133 161 172 


189 


200 


216 228 


i^iS > rtf r j l^i T l I r i-rTTn^T^ 


275 


rt 

ftTTTTTl-T-T 


10 20 30 40 60 60 70 80 90 100 110120 130140 150160170180 190 2 00 210 220 230 240 250 260 2 70 280 290 300 
Abundance 


#126761; Trimethoprim 


80 


60 


40 


20 


0 


290 


269 


123 


43 


15 29 


■ 1 1 1 1 ^ 1 ■ 1111 

I j ri jTTt 


63 66 




81 


132 


147 161 172 


189 


200 


243 


^ _ _ I 215 228 


rTrmjT 


275 


m/z-> 10 20 30 40 50 60 70 80 90 100110120130140160160170180190200 210 220230 240 250 260 270 280 290 300 


712636.D 


Mon Jan 10 13:35:54 2011 


Page 


Folk OIG PRR 054111 
















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \04___23__10\7 12 638 . D 
ASD 

24 Apr 2010 00:49 

BLANK 

1 

GENSCN 

RTE 


jAbundance TfC: 712638,D\data.ms 



Ret * Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


712638.D 


Mon Jan 10 13:36:08 2011 


Page 1 


Folk OIG PRR 054112 

















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H:\04_23_10\712639.D 
ASD 

24 Apr 2010 1:13 

TRIMETHOPRIM STD 

33 

GENSCN 

RTE 


jAbundance TIC: 712639,0\dala,ms 

I 1000000! 

I I 

I soooooj 

600000 I 

400000 I 

200000I i 


j f ‘ 1 I ■ I ' ' 1 T ' 

T!me-> 2.00 3.00 4.00 5.00 

6.00 7.00 8,00 

9.00 10'00 1t00 

■■r-r-pr-T--T--T'T“r'T--T--r-J--r‘T‘T“1“y“r‘T“r"T“r“7“T"T"T'T"1"T'T"T-T”T'T'T''i-V'v-:' -j 

12,00 IS^OO 14.00 15.00 loioo 17.00 I^OO 19.00 





Ret, Time 

Area 

Area % 

Ratio % 

8,926 

1681592 

100,00 

100,00 


712639.D 


Mon Jan 10 


13:36:12 


2011 


Page 1 


Folk OIG PRR 054113 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H; \04__23__10\712 639 . D 
ASD 

24 Apr 2010 1:13 

TRIMETHOPRIM STD 

33 

GENSCN 

RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 

8.93 

C:\Database\NIST08.L 





Trimethoprim 

000738-70-5 

99 



Trimethoprim 

000738-70-5 

99 



Trimethoprim 

000738-70-5 

99 


Abundance 

80 

60 


Average of 8.879 to 9.126 min.: 712639.D\data,ms {-) 

2$0 


40 

20 

0 


259 


123 


43 


81 


243 


hi/z^-> 


147161 

,.r-i 


65 

Al 


105 


184 i, 


275 


315 331 356 

“ri-1 r j i i 






f) r 


445 472 

'n 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


Abundance 

80 
60i 

40 


20 


43 


15 29 






81 


66 


102 

M .! f j 

■ ■Hp- - 




#128761: Trimelhoprinn 

2$0 


259 


123 


200 


243 


147 

lii 


172 

L IIP 


215 ^ 


2?9 


276 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


712639.D Mon Jan 10 13:36:12 2011 


Page 2 


Folk OIG PRR 054114 




















Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H: \04_27_10\713214 < D 
P. PIRO 

27 Apr 2010 21:36 

BLANK 

1 

GENSCN 

RTE 



Ret - Time 


Area 


Area % Ratio % 


INTEGRATED PEAKS**^ 



713214.D 


Mon Jan 10 13:37:05 2011 


Page 1 


Folk OIG PRR 054115 














Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H: \04__27__10\7 13215 . D 
P.PIRO 

27 Apr 2010 22:00 

SULFAMETHOXAZOLE STD 

15 

GENSCN 

RTE 


Abundance 

1000000 

800000 

600000 

400000 

200000 


T > 'T j ^ I 1 I I I I J P j 1 I . i } t . t I 



Qi- 

frime-> 2.00 3.00 4.00 6.00 6,00 7.00 8.00 9.00 10.00 11.00 12.00 13.00 14,00 15.00 16. 00 17.00 18.00 19.00 


Ret, Time 

Area 

Area % 

Ratio % 

8.465 

2063337 

100,00 

100.00 


713215 * D 


Mon Jan 10 


13:37:10 2011 


Page 1 


Folk DIG PRR 054116 











Area Percent / Library Search Report 


Information from Data File: 



File Name 

H;\04 27 10\713215.D 



Operator 

P.PIRO 



Date Acquired 

27 Apr 2010 22:00 



Sample Name 
Submitted by 

SULFAMETHOXAZOLE STD 



Vial Number 

15 



AcquisitionMeth 

GENSCN 



Integrator 

RTE 



Search Libraries: C:\Database\SLI,L 

Minimum Quality 

: 80 


C:\Database\NIST08.L 

C:\Databa3e\PMWTOX2.L 

Minimum Quality 

: 80 

PK# RT 

Library/ID 

CAS# 

Qual 


1 

8.46 

C:\Database\NIST08.L 





Sulfamethoxazole 

000723-46-6 

95 



Methyl 2—pyridyiacetate 

001658-42-0 

47 



3-Picoiine, 2—nitro- 

018368-73-5 

4 7 



Average of 8,406 to 8.617 min,: 713216.D\data.fns (-) 


166 


140 


174 


189 


208 


253 


267 281 

O ‘ ‘ M 


327 341 355 


n- 




406 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


lAbuncfance 





#99722: Sulfarnethoxazoie 


156 


140 


120 


174 


189 


263 


80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


380 400 


713215.D 


Mon Jan 10 


13:37:10 2011 


Page 2 


Folk OIG PRR 054117 
























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H: \04__27__10\713217 . D 
P,PIRO 

27 Apr 2010 22:48 

BLANK 
ASD 
1 

GENSCN 

RTE 



Ret. Time 


Area 


Area % Ratio % 


INTEGRATED PEAKS**-^ 


713217.D Mon Jan 10 13:37:22 2011 


Page 1 


Folk OIG PRR 054118 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


H: \04__27__10\713218 . D 
P. PIRO 

27 Apr 2010 23:12 


ASD 

18 

GENSCN 

RTE 


^bundance 



600000 

600000 

400000 

200000 


[rime-> 2.00 3,00 4.00 6.00 6.00 7,00 8,00 9.00 10.00 ItOO 12.00 13.00 14.00 16.00 16,00 17.00 16,00 19,00 


Ret. Time 


Area Area % Ratio % 


6.911 
8.474 
8.926 
9.326 


144292 

2256811 

690987 

166556 


4.43 6.39 

69.26 100.00 

21.20 30.62 

5.11 7.38 


713218.D 


Mon Jan 


10 13:37:26 2011 


Page 1 


Folk OIG PRR 054119 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H: \04_27_10\71321B , D 
P.PIRO 

23:12 

ASD 

18 

GENSCN 

RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NISTOB.L Minimum Quality: 80 

C:\Database\PMW TOX2,L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.91 

C:\Database\NIST08.L 





Sulfanilamide 

000063-74--1 

97 



Sulfanilamide 

000063-74-1 

96 



Sulfanilamide 

000063-74-1 

96 



713218,D 


Mon Jan 10 13:37:26 2011 


Page 2 


Folk DIG PRR 054120 














Area Percent / Iribrary Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionHeth: 
Integrator : 


Data File: 

H:\04_27_10\713218 
P,PIRO 

27 Apr 2010 23:12 



18 

GENSCN 

RTE 


D 


Search 

Libraries: C;\Database\SLI,L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

8.47 

C:\Database\NIST08.L 
Sulfamethoxazole 

Asuiam 

Sulfamethoxazole 

000723-46-6 

003337-71-1 

000723-46-6 

95 

64 

56 



Abundance 

I 80 

I 

j 60 

I « 

j 20 

0 


65 


43 


16 2a I 


I'i 



r 

20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


713218.D 


Mon Jan 10 


13:37:27 2011 


Page 3 


Folk DIG PRR 054121 


















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H: \04___27_10\713218 . D 
P. PIRO 

27 Apr 2Q1Q 23:12 

ASD 

18 

GENSCN 

RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# 

RT Library/ID 

CAS# 

Qua! 


3 

8.93 

C:\Database\NIST08.L 





Trimethoprim 

000738-70-5 

99 



Trimethoprim 

000738-70-5 

99 



Trimethoprim 

000738-70-5 

99 


Abundance 





Average of 8.885 to 9.049 min.: 713218.D\dala.ms (-) 

2$0 


80 










60 










40 





259 








123 

276 



20| 


43 

11 ^ 

81 


200 



j 


0^ 


66 I 

108 , 

147 172i8« I 215228 ! 

fe,>. .A .Ji, .ili .:i . 



[ 327341355 

405 43C 






[111 

1 1 1 h 


' M ' ' ' 1 

nn/z-> 

20 

40 

60 80 

100 120 140 160 180 200 220 240 260 280 

300 320 340 360 

380 400 420 


jAbundance 

I 80 
60 
40 
201 
0 


15 29 


43 

I 66 

1 1. MU. 


81 


123 


102 


#128761: Tfimethoprim 


200 


269 


275 


200 


243 


147 172 


(^186 

VI. 


215228 


r'r“ Vn*’ f ~r~J" 




20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


713218.D 


Mon Jan 10 


13:37:27 2011 


Page 4 


Folk OIG PRR 054122 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H:\04_2 7_10\713218 . D 
P.PIRO 

23:12 

ASD 

18 

GENSCN 

RTF 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C;\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qua! 


4 9.33 C:\Database\PMW_TOX2.L 

Pentobarbital-M (HO-) 
Butobarbital-M (oxo-) 
Pentobarbital 


@ 004241-40-1 9 

000000-00-0 9 

@ 000076-74-4 9 


Abundance 

80 
60 
40 
20 
0 

Wz-"> 


Average of 9.284 io 9.472 min.: 713218.D\data.ms (-) 
1$6 


92 


65 


43 


J. 


78 


108 


140 


125 


189 


253 


i. I'i, 


172 


207 


223 237 


268 290 

T ^ r r-T- 


327 341 355 


r-p 


406 429 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


Abundance 

! 

j 80 

j 

I 60 

40 
20 


#838: Penlobarbita!-M (HO-) 
1$6 


@ PI 030 


141 


69 


Ov.-)...,- 

jTi/z-> 40 


98 114 


197 


, , . 170 


60 


227 


80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


713218 . D 


Mon Jan 10 13:37:28 2011 


Page 5 


Folk OIG PRR 054123 



















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

H:\04_27_10\713220.D 
P.PIRO 

28 Apr 2010 00 : 00 

BLANK 

1 

GENSCN 

RTE 


Abundance .. . ... TIC: 713220.D\clala,ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** j 

i 

! 


713220.D Mon Jan 10 13:37:41 2011 Page 1 


Folk OIG PRR 054124 
















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H:\04_27_10\713221.D 
P.PIRO 

28 Apr 2010 00:24 

SULFAMETHOXAZOLE STD 

15 

GENSCN 

RTE 


Abundance 

i 

! 1000000 
800000 
600000 
400000 
200000 


6.909 


TiC: 713221.D\d3!a.ms 


8,466 


2,00 3.00 4.00 5.00 6.00 7.00 8.00 9,00 10!00 11.00 12.00 13.00 14.00 15.00 16.00 17.00 18^00 19.00 


Ret * Time 


Area Area % Ratio % 


6.909 
8.466 
9.318 


122124 

2114821 

150781 


5.11 5.77 

88.57 100.00 

6.31 7.13 


713221.D 


Mon Jan 


10 13:37:45 2011 


Page 1 


Folk OIG PRR 054125 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File* 

H: \04_2 7__10\7 13221 . D 
P.PIRO 

28 Apr 2010 00:24 

SULFAMETHOXAZOLE STD 

15 

GENSCN 

RTE 


Search 

Libraries: C;\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# 

RT Library/ID 

CAS# 

Qua 1 


1 

6,91 

C:\Database\NIST08.L 





Sulfanilamide 

000063-74-1 

97 



Sulfanilamide 

000063-74-1 

97 



Sulfanilamide 

000063-74-1 

94 


Abundance 

80 
60 
40 
20 


65 


Average of 6,873 to 7.097 min.: 713221.D\ciata.ms (-) 
9^ 156 172 


108 


39 

I 


52 


80 








123 

rr'fjVi-T 


140 




191 

n-j -T TT TJ T 


207 


281 


|m/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 ISO 160 170 180 190 200 210 220 230 240 250 260 270 280 


\bundance 


#39112: Sulfanilamide 
172 


80^. 


60 


40 


20 


92 


156 


65 


im/z- > 


OL¬ 

IO 


18 

20 


39 

28 [ 
■ri-T-rT-r}^|4 i 

30 40 


52 


108 

i 


80 


t44L 


rrftrr 

50 60 70 80 




123 


ry T ^r -i-r-p-) 


140 

■■I'l-r 


M ! 1 T-]-' 


.4-n 


90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


713221 . D 


Mon Jan 10 13:37:46 2011 


Page 2 


Folk OIG_PRR_054126 


























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

H:\04_27_10\713221.D 
P.PIRO 

28 Apr 2010 00:24 

SULFAMETHOXAZOLE STD 

15 

GENSCN 

RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NISTQ8.L 

C:\Database\PMW_T0X2.L 

Minimum 

Minimum 

Quality: 80 

Quality: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


2 8.47 C:\Database\NIST08.L 


Sulfamethoxazole 

000723-46-6 

95 

Asulam 

003337-71-1 

59 

3“PiGoIine, 2-nitro- 

018368-73-5 

47 


Abundance 

I 
I 

80 
60 
40 
20 

L 


Average of 8.401 to 8.695 min.: 713221.0\data,ms (-) 


65 


39 

I j 62 

L 


80 

.1 J:i 


108 


156 


¥ 


140 


174 


189 


207 221 237 


253 


266 281 297 


332 356 

y-T I r -r - T -T-T- i I I t i I j ) I 1 


401 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


Abundance 

j I 

! 80| 

60 

40 

20 
0 


#99722: Sulfamethoxazole 


92 


108 


65 


156 

f 


43 

; i 

15 28 j[ 


80 

I ia, ,! 




i, 1^0 

I', ,i i'i ! I 

I‘ iM '' , ; -| r -[- L I 1 ; 


140 


174 


189 

. 


253 




20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


713221 . D 


Mon Jan 10 13:37:46 2011 


Page 3 


Folk OIG PRR 054127 



























Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

H:\04 27 10\713221,D 

P,PIRO 

28 Apr 2010 00 : 24 

SULFAMETHOXAZOLE STD 

15 

GENSCN 

RTE 



Search Libraries: C:\Database\SLI.L 

C;\Database\NIST08.L 
C:\Database\PMW TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# RT 

Library/ID 

CAS# 

Qual 


3 9.32 C:\Database\PMW_TOX2.L 

Sulfamethoxazole ME 
Pentobarbital-M (HO-) 
Amobarbital 


000000-00-0 33 

e 004241-40-1 9 

000057-43-2 9 


l^bundance 

80 
60 
40 
20 


Average of 9.276 lo 9*406 min.: 713221 .D\data.ms (-) 
1$8 


92 


65 


43 ! 


108 


140 


253 


189 




207. 


221 


267 


282 


331 


429 


hi/z- > 40 60 80 1D Q 120 1 40 160 180 20Q 220 240 260 280 300 320 340 360 380 400 420 | 


#3154: Sulfamethoxazole ME 



PI 282 


267 


40 60 80 100 120 140 160 180 200 220 240 260 280 320 340 360 380 400 420 I 


713221.D Mon Jan 10 13:37:46 2011 


Page 4 


Folk OIG PRR 054128 

























